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DEPARTMENT  OF  ENERGY 

Southeastern  Power  Administration 

(Rate  Order  No.  SEPA-t] 

Georgia-Alabama  Projects;  Order 
Extending  Confirmation  and  Approval 
of  Power  Rates  on  an  Interim  Basis 

agency:  Department  of  Energy. 
Southeastern  Power  Administration 
(SEPA). 

action:  Extension  of  Approval  on 
Interim  Oasis  of  Georgia-Alabama 
Projects'  Rates. 

summary:  The  Federal  Energy 
Regulatory  Commission  (FERC)  has  not 
taken  action  on  the  rate  schedules  for 
Georgia-Alabama  Projects’  power 
approved,  on  an  interim  basis,  by  the 
Assistant  Secretary  for  Resource 
Applications  and  submitted  to  FERC  on 
August  1, 1979.  Since  approval  by  FERC 
is  not  assured  prior  to  September  30, 
1980,  when  the  interim  approval  expires, 
the  Assistant  Secretary  has  extended 
the  effective  period  for  the  applicable 
rate  schedules  as  provided  in  Rate 
Order  No.  SEPA-9. 

EFFECTIVE  DATES:  Extension  of 
confirmation  and  approval  of  rates  on 
an  interim  basis  effective  October  1, 
1980. 

FOR  FURTHER  INFORMATION  CONTACT: 

Leon  jourolmon,  Jr.,  Chief,  Division  of 
Fiscal  Operations,  Southeastern 
Power  Administration,  Department  of 
Energy,  Elberton,  Georgia  30635; 

John  J,  DiNucci,  Office  of  Power 
Marketing  Coordination,  Department 
of  Energy,  12th  Street  and 
Pennsylvania  Avenue,  N.W., 
Washington,  D.C.  20461  (202)  633- 
8336. 

SUPPLEMENTARY  INFORMATION:  Georgia- 
Alabama  Projects’  Rate  Schedules 
GAMF-l-B,  GAMF-2-B.  ALA-l-B, 
MlSS-l-B.  SC-l-B,  SC-2-B.  CAR-l-B 
and  CAR-2-B  were  previously 
approved,  on  an  interim  basis,  by  the 
Assistant  Secretary  for  Resource 
Applications  pursuant  to  Delegation 
Order  No.  0204-33,  43  FR  60636,  for  a 
period  beginning  October  1, 1979,  and 
ending  September  30, 1980.  Rate  Order 
No.  SEPA-9  provides  that  the  rate 
schedules  shall  remain  in  effect  on  an 
interim  basis  for  an  additional  12 
months  unless  such  period  is  extended 
or  until  these  or  substitute  rates  are 
confirmed  and  approved  by  FERC  on  a 
final  basis. 


Issued  in  Washington,  D.C..  September  12, 
1980. 

Ruth  M.  Davis, 

Assistant  Secretary,  Resource  Applications. 

Order  Extending  Confirmation  and 
Approval  of  Power  Rates  on  an  Interim 
Basis 

September  12, 1980. 

Pursuant  to  sections  302(a)  and  301(b) 
of  the  Department  of  Energy 
Organization  Act,  Pub.  L.  95-91,  the 
functions  of  the  Secretary  of  the  Interior 
and  the  Federal  Power  Commission 
under  section  5  of  the  Flood  Control  Act 
of  1944, 16  U.S.C.  8258,  relating  to  the 
Southeastern  Power  Administration 
(SEPA)  were  transferred  to  and  vested 
in  the  Secretary  of  Energy.  By 
Delegation  Order  No.  0204-33,  effective 
January  1, 1979,  43  FR  60636  (December 
28, 1978),  the  Secretary  of  Energy 
delegated  to  the  Assistant  Secretary  for 
Resource  Applications  the  authority  to 
develop  power  and  transmission  rates, 
acting  by  and  through  the  Administrator, 
and  to  confirm,  approve  and  place  in 
effect  such  rates  on  an  interim  basis  and 
delegated  to  the  Federal  Energy 
Regulatory  Commission  (FERC)  the 
authority  to  confirm  and  approve  on  a 
final  basis  or  to  disapprove  rates 
developed  by  the  Assistant  Secretary 
under  the  delegation.  This  Rate  Order  is 
issued  pursuant  to  the  delegation  to  the 
Assistant  Secretary. 

Background 

On  July  31, 1979,  the  Assistant 
Secretary  for  Resource  Applications 
issued  Rate  Order  No.  SEPA-5 
confirming  and  approving  on  an  interim 
basis,  effective  October  1, 1979, 
Wholesale  Power  Rates  Schedules 
GAMF-l-B.  GAMF-2-a  ALA-l-B. 
MISS-l-B,  SC-l-B,  SC-2-B,  CAR-l-B 
and  CAR-2-B  applicable  to  power  from 
the  Georgia-Alabama  Projects.  These 
rate  schedules  were  to  remain  in  effect 
on  an  interim  basis  through  September 
30, 1980,  unless  such  period  was 
extended  or  until  FERC  confirmed  and 
approved  them  or  substitute  rate 
schedules  on  a  final  basis.  The  rate 
schedules,  together  with  a  March  1979 
Repayment  Study  and  other  supporting 
data,  copies  of  a  transcript  of  a  Public 
Comment  Forum  and  applicable  power 
contracts,  were  submitted  to  FERC  with 
the  request  that  the  rate  schedules  be 
confirmed  and  approved  on  a  final 
basis. 

Discussion 

Because  of  the  extraordinary  number 
of  Federal  power  rate  actions  submitted 
for  final  approval  since  the  issuance  of 
Delegation  Order  No.  0204-33,  FERC  has 
been  unable  to  take  action  on  rate 


schedules  applicable  to  Georgia- 
Alabama  Projects'  power.  It  is 
necessary,  therefore,  for  the  Assistant 
Secretary  for  Resource  Applications  to 
extend  interim  approval  of  the  Georgia- 
Alabama  Projects'  Power  Rate 
Schedules  for  an  additional  1-year 
period. 

Order 

In  view  of  the  foregoing  and  pursuant 
to  the  authority  delegated  to  me  by  the 
Secretary  of  Energy,  1  hereby  extend 
confirmation  and  approval  on  an  interim 
basis,  effective  October  1, 1980,  of 
attached  Rate  Schedules  GAMF-l-B, 
GAMF-2-B,  ALA-l-B,  MISS-l-B.  SC-1- 
B.  SG-2-B,  CAR-l-B  and  CAR-2-B. 
These  rate  schedules  shall  remain  in 
effect  on  an  interim  basis  through 
September  30, 1981,  unless  such  period 
is  extended  or  until  the  FERC  confirms 
and  approves  them  or  substitute  rate 
schedules  on  a  final  basis. 

Issued  at  Washington,  D.C..  this  12th  day  of 
September  1980. 

Ruth  M.  Davis, 

Assistant  Secretary,  Resource  Applications. 

Wholesale  Power  Rate  Schedule 
GAMF-l-B 

Availability 

This  rate  schedule  shall  be  available 
to  public  bodies  and  cooperatives  (any 
one  of  which  is  hereinafter  called  the 
Customer)  in  Georgia,  Alabama, 
southeastern  Mississippi,  and  panhandle 
Florida  owning  distribution  systems,  to 
whom  power  may  be  wheeled  pursuant 
to  contracts  between  the  Government 
and,  respectively,  the  Georgia  Power 
Company,  Alabama  Power  Company, 
Mississippi  Power  Company,  and  Gulf 
Power  Company  (any  one  of  which  is 
hereinafter  called  the  Company). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  the  sale  at  wholesale  of  power  and 
accompanying  energy  generated  at  the 
Allatoona,  Buford,  Clark  Hill,  Walter  F. 
George,  Hartwell,  Millers  Ferry,  West 
Point,  Jones  Bluff,  and  Carters  Projects 
and  sold  under  appropriate  contracts 
between  the  Government  and  the 
Customer  and  to  any  deficiency  energy 
purchased  by  the  Government  from  the 
Companies. 

Character  of  Service 

The  electric  capacity  and  energy 
supplied  hereunder  will  be  three-phase 
alterna^ng  current  at  a  nominal 
frequency  of  60  Hertz  delivered  at  the 
delivery  points  of  the  Customer  on  the 
Company's  transmission  and 
distribution  system.  The  voltage  of 
delivery  will  be  maintained  within  the 
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limits  established  by  the  state  regulatory 
commission. 

Monthly  Rate 

The  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt  of 
total  contract  demand. 

Energy  Charge.  3.65  mills  per 
kilowatt-hour. 

Contract  Demand 

The  contract  demand  is  the  amount  of 
capacity  in  kilowatts  stated  in  the 
contract  which  the  Government  is 
obligated  to  supply  and  the  Customer  is 
entitled  to  receive. 

Energy  To  Be  Furnished  by  the 
Government 

Hie  Government  will  sell  to  the 
Customer  and  the  Customer  will 
purchase  from  the  Government  energy 
each  billing  month  equivalent  to  an 
annual  energy  quantity  specified  by 
contract  and  prorated  on  an  equal  daily 
amount  throughout  the  year.  The 
Customer’s  contract  demand  and 
accompanying  energy  will  be  allocated 
proportionately  to  its  individual  delivery 
points  served  from  the  Company’s 
system. 

Billing  Month 

’The  billing  month  for  power  sold 
under  this  schedule  shall  end  at  12:00 
midnight  on  the  last  day  of  each 
calendar  month. 

Conditions  of  Service 

’The  Customer  shall  at  its  own 
expense  provide,  install,  and  maintain 
on  its  side  of  each  delivery  point  the 
equipment  necessary  to  protect  and 
control  its  own  system.  In  so  doing,  the 
installation,  adjustment,  and  setting  of 
all  such  control  and  protective 
equipment  at  or  near  the  point  of 
delivery  shall  be  coordinated  with  that 
which  is  installed  by  and  at  the  expense 
of  the  Company  on  its  side  of  the 
delivery  point. 

Service  Interruption' 

When  energy  delivery  to  the 
Customer’s  system  for  the  account  of  the 
Government  is  reduced  or  interrupted 
for  1  hour  or  longer,  and  such  reduction 
or  interruption  is  not  due  to  conditions 
on  the  Customer’s  system,  the  demand 
charge  for  the  month  shall  be 
appropriately  reduced. 

October  1, 1979. 

Availability 

This  rate  schedule  shall  be  available 
to  the  Georgia  Power  Company,  the 
Alabama  Power  Company,  the 


Mississippi  Power  Company,  and  the 
Gulf  Power  Company  (any  one  of  which 
is  hereinafter  called  the  Company). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  electric  capacity  available  from  the 
Allatoona,  Buford,  Clark  Hill,  Walter  F. 
George,  Hartwell,  Millers  Ferry,  West 
Point,  Jones  Bluff,  and  Carters  Projects 
(hereinafter  called  the  Projects)  and  sold 
under  contract  between  the  Government 
and  the  Company. 

Character  of  Service 

Electric  capacity  and  energy  delivered 
to  the  Company  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  Hertz  and  will  be 
delivered  at  mutually  agreeable  points 
in  the  vicinity  of  the  Projects’  power 
stations  at  approximately  115,000  volts, 
except  that  delivery  from  the  Hartwell 
and  Carters  Projects  will  be  at- 
approximately  230,(KX)  volts  or  at  points 
of  interconnection  between  the 
Companies. 

Monthly  Rate 

The  monthly  rate  for  capacity  sold 
under  this  rate  schedule  shall  be: 

Demand  Charge.  $1.02  per  kilowatt 
per  billing  month  for  monthly 
dependable  capacity  made  available  to 
the  Company  for  its  own  use. 

Monthly  dependable  capacity  is  the 
monthly  capacity,  specified  by  contract, 
which  based  on  past  water  records 
would  be  available  for  scheduling  by  the 
Companies  within  the  energy  limitations 
also  specified  by  contract,  except  during 
the  worst  water  period  of  record  and 
except  for  a  few  minor  short-term 
reductions  under  flood  conditions. 

Billing  Month 

’The  billing  month  for  power  sold 
under  this  schedule  shaU  end  at  12K)0 
midnight  on  the  last  day  of  each 
calendar  month. 

Power  Factor 

The  Company  shall  take  capacity  and 
energy  from  the  Government  at  such 
power  factor  as  will  best  serve  the 
Company’s  system  from  time  to  time, 
provided  that  the  Company  shall  not 
impose  a  power  factor  of  less  than  .85 
lagging  on  the  Government’s  facilities 
which  requires  operation  contrary  to 
good  operating  practice  or  results  in 
overload  or  impairment  of  such  facilities 
or  unreasonably  interferes  with  the 
delivery  of  capacity  and  energy  by  the 
Government  to  the  Company  and  to  its 
other  customers. 


Service  Interruption 

When  delivery  of  capacity  to  the 
Company  is  interrupted  or  reduced  due 
to  conditions  on  the  Government’s 
system  which  have  not  been  arranged 
for  and  agreed  to  in  advance,  the 
demand  charge  for  capacity  made 
available  will  be  reduced  as  to  the 
kilowatts  of  such  capacity  which  have 
been  interrupted  or  reduced  in 
accordance  with  the  following  formula: 

Number  of  kilowatt  hours  unavailable  for  at 
least  12  hours  in  any  calendar  day  X 
$1 .02/number  of  days  in  billing  month. 
October  1, 1979. 

Availability 

This  rate  schedule  shall  be  available 
to  the  Alabama  Electric  Cooperative, 
Incorporated  (hereinafter  called  the 
Cooperative). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  power  and  accompanying  energy 
generated  at  the  Allatoona,  Buford, 

Clark  Hill,  Walter  F.  George,  Hartwell, 
Millers  Ferry,  West  Point,  Jones  Bluff, 
and  Carters  Projects  and  sold  under 
contract  between  the  Cooperative  and 
the  Government. 

Character  of  Service 

'The  electric  capacity  and  energy 
supplied  hereunder  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  Herz  and  shall  be 
delivered  at  the  Walter  F.  George 
Project  or  other  points  of 
intercoimection  between  the 
Cooperative  and  Alabama  Power 
Company. 

Monthly  Rate 

*1110  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt  of 
total  contract  demand.  $0.28  per 
kilowatt  for  standby  capacity  made 
available,  plus  $0,035  per  kilowatt  per 
calendar  day  for  such  capacity  as  the 
Cooperative  actually  utilizes. 

Energy  Charge.  3.00  mills  per 
kilowatt-hour  for  scheduled  energy. 

Contract  Demand 

The  contract  demand  is  the  amount  of 
capacity  in  kilowatts  stated  in  the 
contract  which  the  Government  is 
obligated  to  supply  and  the  Cooperative 
is  entitled  to  receive. 

Energy  to  be  Furnished  by  the 
Government 

'The  Government  will  sell  to  the 
Cooperative  and  the  Cooperative  will 
purchase  from  the  Government  those 
quantities  of  energy  specified  by 
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contract  as  available  to  the  Cooperative 
for  scheduling  on  a  weekly  basis.  Energy 
quantities  for  a  billing  month  shall  be 
the  energy  scheduled  by  the  Cooperative 
for  the  month. 

Billing  Month 

The  billing  month  for  power  sold 
under  this  schedule  shall  end  at  12:00 
midnight  on  the  last  day  of  each 
calendar  month. 

Power  Factor 

The  Cooperative  shall  take  capacity 
and  energy  from  the  Government  at 
such  power  factor  as  will  best  serve  the 
Cooperative's  system  from  time  to  time; 
provided,  that  the  Cooperative  shall  not 
impose  a  power  factor  of  less  than  .85 
lagging  on  the  Government’s  facilities 
which  requires  operation  contrary  to 
good  operating  practice  or  results  in 
overload  or  impairment  of  such 
facilities. 

Service  Interruption 

When  capacity  and  energy  delivery  to 
the  Cooperative  system  for  the  account 
of  the  Government  is  reduced  or 
interrupted  and  such  reduction  is  not 
due  to  conditions  on  the  Cooperative’s 
system  or  has  not  been  planned  and 
agreed  to  in  advance,  the  demand 
charge  for  the  month  for  capacity  made 
available  shall  be  reduced  as  to  the 
kilowatts  of  such  capacity  which  have 
been  interrupted  or  reduced  in 
accordance  with  the  following  formula: 

Number  of  kilowatts  unavailable  for  at  least 
12  hours  in  any  calendar  day  X  $1.02/ 
Numl>er  of  days  in  billing  month. 

October  1. 1979. 

Wholesale  Power  Rate  Schedule  MISS- 
1-B 

A  vailability 

This  rate  schedule  shall  be  available 
to  the  South  Mississippi  Electric  Power 
Association  (hereinafter  called  the 
Cooperative). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  power  and  accompanying  energy 
generated  at  the  Allatoona,  Buford, 
Clark  Hill,  Walter  F.  George.  Hartwell. 
Millers  Ferry,  West  Point.  Jones  Bluff, 
and  Carters  Projects  and  sold  under 
contract  between  the  Cooperative  and 
the  Government. 

Character  of  Service 

The  electric'capacity  and  energy 
supplied  hereunder  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  Hertz  and  shall  be 
delivered  at  points  of  interconnection 
between  the  Cooperative  and 
Mississippi  Power  Company. 


Monthly  Rate 

The  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt  of 
total  contract  demand. 

Energy  Charge.  3.65  mills  per 
kilowatt-hour  for  scheduled  energy. 

Contract  Demand 

The  contract  demand  is  the  amount  of 
capacity  in  kilowatts  stated  in  the 
contract  which  the  Government  is 
obligated  to  supply  and  the  Cooperative 
is  entitled  to  receive. 

Energy  To  Be  Furnished  by  the 
Government 

The  Government  will  sell  to  the 
Cooperative  and  the  Cooperative  will 
purchase  from  the  Government  those 
quantities  of  energy  speciHed  by 
contract  as  available  to  the  Cooperative 
for  scheduling  on  a  weekly  basis.  Energy 
quantities  for  a  billing  month  shall  be 
the  energy  scheduled  by  the  Cooperative 
for  the  month. 

Billing  Month 

The  billing  month  for  power  sold 
under  this  schedule  shall  end  at  12:00 
midnight  on  the  last  day  of  each 
calendar  month. 

Power  Factor 

The  Cooperative  shall  take  capacity 
and  energy  from  the  Government  at 
such  power  factor  as  will  best  serve  the 
Cooperative’s  system  from  time  to  time; 
provided,  that  the  Cooperative  shall  not 
impose  a  power  factor  of  less  than  .85 
lagging  on  the  Government’s  facilities 
which  requires  operation  contrary  to 
good  operating  practice  or  results  in 
overload  or  impairment  of  such 
facilities. 

Service  Interruption 

When  capacity  and  energy  delivery  to 
the  Cooperative’s  system  for  the  account 
of  the  Government  is  reduced  or 
interrupted  and  such  reduction  is  not 
due  to  condibons  on  the  Cooperative’s 
system  or  has  not  been  planned  and 
agreed  to  in  advance,  the  demand 
charge  for  the  month  for  capacity  made 
available  shall  be  reduced  as  to  the 
kilowatts  of  such  capacity  which  have 
been  interrupted  or  reduced  in 
accordance  with  the  following  formula: 

Number  of  kilowatts  unavailable  for  at  least 
12  hours  in  any  calendar  day  X  $1.02/ 
Number  of  days  in  billing  month. 

October  1, 1979. 


Whtdesale  Power  Rate  Schedule  SC-l-B 

Availability 

This  rate  schedule  shall  be  available 
to  the  South  Carolina  Public  Service 
Authority  (hereinafter  called  the 
Customer). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  power  and  accompanying  energy 
generated  at  the  Clark  Hill  Project 
(hereinafter  called  the  Project)  and  sold 
in  wholesale  quantities. 

Character  of  Service 

Electric  capacity  and  energy  supplied 
hereunder  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  cycles  per  second  and 
shall  be  delivered  at  a  nominal  voltage 
of  115,000  volts  at  the  115  kv  bus  of  the 
Project  power  plant.  The  actual 
operating  voltage  of  the  Government 
shall  within  the  limits  of  good  operating 
practice  be  suitable  for  operation  with 
the  Customer’s  system. 

Monthly  Rate 

The  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt 
per  billing  month  for  dependable 
capacity  made  available  to  the 
Customer  for  its  own  use. 

$0.28  per  kilowatt  per  billing  month 
for  standby  capacity  made  available, 
plus  $0,035  per  kilowatt  per  calendar 
day  (or  fraction  thereof)  for  such 
capacity  as  the  Customer  actually 
utilizes. 

Energy  Charge.  3.00  mills  per 
kilowatt-hour  for  energy  declared  for  the 
peak  period  hours  and  for  energy  made 
available  to  meet  stream  flow 
requirements. 

2.25  mills  per  kilowatt-hour  for  dump 
energy. 

Energy  Sold  to  the  Customer 

The  Customer  shall  purchase  and  pay 
for  all  dump  energy  made  available  by 
the  Government  and  accepted  by  the 
Customer.  Additionally,  the  Customer 
shall  purchase  and  pay  for  all  energy, 
exclusive  of  dump  energy,  declared  and 
made  available  from  the  Project  to  the 
Customer’s  system  over  and  above  such 
energy  made  available  for  transmission 
to  the  Government’s  other  preference 
customers. 

Billing  Month 

All  project  energy  shall  be  accounted 
for  on  a  weekly  basis  and  the  total 
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quantities  of  energy  billed  monthly  shall 
be  the  sum  of  the  weekly  quantities. 
Energy  declared  or  made  available  for 
any  week  which  falls  within  2  billing 
months  shall  be  divided  between  the 
months  on  the  basis  of  weekly  schedules 
for  energy  delivery  furnished  by  the 
Customer. 

The  billing  month  for  power  sold 
under  this  rate  schedule  shall  end  at 
12:00  midnight  on  the  last  day  of  each 
calendar  month. 

Power  Factor 

The  Customer  shall  not  impose  a 
power  factor  of  less  than  .85  lagging  on 
the  Government’s  facilities  which 
requires  operation  contrary  to  good 
operating  practice  or  results  in  overload 
or  impairment  of  such  facilities. 

Condenser  Operation 

The  Government  shall,  upon  the 
request  of  the  Customer,  cause  its 
generating  units  (up  to  the  maximum 
number  specified  by  contract)  to  be 
operated  as  condensers  if,  in  the  sole 
judgment  of  the  Government,  such 
operation  is  not  contrary  to  good 
operating  practice,  is  not  detrimental  to 
such  generating  facilities  in  excess  of 
ordinary  wear  and  tear,  and  does  not 
overload  such  generating  facilities.  Such 
condenser  operation,  subject  to  the 
preceding  limitations,  shall  be  in 
accordance  with  procedures  and 
schedules  developed  and  agreed  upon 
from  time  to  time  by  the  operating 
representatives  of  the  parties  hereto. 

The  Customer  shall  pay  the  Government 
$5.65  per  generating  unit  so  operated  for 
each  hour  that  such  condenser  operation 
is  requested  by  the  Customer. 

Service  Interruption 

When  capacity  made  available  to  the 
Customer's  system  is  reduced  or 
interrupted  for  1  hour  or  longer,  and 
such  reduction  or  Interruption  is  not 
agreed  to  in  advance  nor  due  to 
conditions  on  the  Purchaser’s  system, 
the  monthly  demand  charge  for 
dependable  capacity  shall  be  reduced 
for  each  on-peak  hour  (the  nearest 
number  of  whole  hours)  that  such 
capacity  is  reduced  or  interrupted,  by  an 
amount  equal  to  $1.02  divided  by  the 
number  of  peak  hours  in  the  billing 
month  times  the  reduction,  in  kilowatts, 
of  such  capacity;  and  the  amount  of 
energy  previously  scheduled  and  not 
taken  during  the  time  of  interruption 
shall  be  placed  in  storage  to  the 
Customer’s  account.  If  the  Customer 
advises  the  Government  within  1 


working  day  after  a  day  in  which  energy 
is  placed  in  storage  that  it  does  not 
desire  to  retain  ownership  of  such 
energy,  the  ownership  of  the  energy  will 
revert  to  the  Government  and  the 
Customer  shall  not  be  obligated  to  pay 
for  such  energy. 

October  1, 1979. 

Wholesale  Power  Rate  Schedule  SC-2-B 

Availability 

This  rate  schedule  shall  be  available 
to  any  of  the  following  whose 
requirements  or  a  portion  thereof  the 
Government  shall  contract  to  supply  by 
delivery  from  the  South  Carolina  Public 
Service  Authority’s  (hereinafter  called 
the  Authority)  system:  a  municipality  or 
county  located  in  part  or  completely 
within  the  Authority’s  service  area, 
owning  its  own  transmission  or 
distribution  system,  and  desiring  to 
purchase  capacity  and  energy  from  the 
Government  for  resale  to  the  public  in 
its  territory;  Central  Electric 
Cooperative,  Incorporated;  or  an  electric 
cooperative  not  a  member  of  Central, 
operating  under  the  laws  of  the  State  of 
South  Carolina,  and  located  in  part  or 
completely  within  the  service  area  of  the 
Authority  desiring  to  purchase  capacity 
and  energy  from  the  Government  for 
resale  to  ultimate  consumers  under  the 
provisions  of  said  laws  (any  one  of  such 
municipalities,  counties,  or  cooperatives 
is  hereinafter  called  the  Customer). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  power  and  accompanying  energy 
generated  at  the  Clark  Hill  Project 
(hereinafter  called  the  Project)  and  sold 
in  wholesale  quantities. 

Character  of  Service 

The  electric  capacity  and  energy 
supplied  hereunder  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  cycles  per  second 
delivered  at  the  delivery  points  of  the 
Customer  on  the  Authority’s  transmision 
and  distribution  system.  "The  voltage  of 
delivery  will  be  maintained  within  the 
limits  established  by  the  state  regulatory 
commission. 

Monthly  Rate 

The  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt  of 
total  contract  demand. 

Energy  Charge,  3.65  mills  per 
kilowatt-hour. 

Energy  To  Be  Furnished  by  the 
Government 

The  Government  will  sell  to  the 
Customer  and  the  Customer  will 


purchase  from  the  Government  energy 
from  the  Project  each  billing  month  up  to 
a  total  amount  annually  of  4,500  hours 
per  kilowatt  of  contract  demand. 

For  billing  purposes,  the  energy 
allocated  on  an  annual  basis  to 
accompany  the  Customer’s  contract 
demand  as  assigned  to  individual 
delivery  points  shall  be  allocated  in 
equal  quantities  each  day  throughout  the 
year.  Such  Customer  shall  be  billed  by 
the  Government  by  delivery  points  for 
its  contract  demand  and  for  its 
accompanying  monthly  energy 
allocation  in  amounts  determined  by 
multiplying  its  respective  daily 
allocation  by  the  number  of  days  in  the 
billing  month.  The  quantity  of  energy  to 
be  billed  under  this  rate  schedule  in  any 
billing  month  shall  be  the  quantity 
considered  to  have  been  transmitted  for 
the  account  of  the  Government  by  the 
Authority. 

Billing  Month 

The  billing  month  for  power  sold 
under  this  rate  schedule  shall  end  at 
12:00  midnight  on  the  last  day  of  each 
calendar  month. 

Conditions  of  Service 

The  Customer  shall  at  its  own 
expense  provide,  install,  and  maintain 
on  its  side  of  each  delivery  point  the 
equipment  necessary  to  protect  and 
control  its  own  system.  In  so  doing,  the 
installation,  adjustment  and  setting  of 
all  such  control  and  protective 
equipment  at  or  near  the  point  of 
delivery  shall  be  coordinated  with  that 
which  is  installed  by  and  at  the  expense 
of  the  Authority  on  its  side  of  the 
delivery  point. 

Service  Interruption 

When  the  energy  delivery  to  the 
Customer’s  system  for  the  account  of  the 
Government  is  reduced  or  interrupted 
for  1  hour  or  longer,  and  such  reduction 
or  interruption  is  not  due  to  conditions 
on  the  Customer’s  system,  the  demand 
charge  for  the  month  shall  be 
appropriately  reduced. 

October  1, 1979. 

Wholesale  Power  Rate  Schedule  CAR- 
1-B 

Availability 

This  rate  schedule  shall  be  available 
to  public  bodies  and  cooperatives  (any 
one  of  which  is  hereinafter  called  the 
Customer)  in  North  Carolina  and  South 
Carolina  to  whom  power  may  be 
wheeled  pursuant  to  contract  between 
the  Duke  Power  Company  (hereinafter 
called  the  Company)  and  the 
Government. 
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Applicability 

This  rate  schedule  shall  be  applicable 
to  power  and  accompanying  energy 
generated  at  the  Hartwell  and  Clark  Hill 
Projects  (hereinafter  called  the  Projects) 
and  sold  in  wholesale  quantities. 

Character  of  Service 

The  electric  capacity  and  energy 
supplied  hereunder  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  cycles  per  second 
delivered  at  the  delivery  points  of  the 
Customer  on  the  Company's 
transmission  and  distribution  system. 

The  voltage  of  delivery  will  be 
maintained  within  the  limits  established 
by  the  state  regulatory  commission. 

Monthly  Rate 

The  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt  of 
total  contract  demand. 

Energy  Charge.  3.65  mills  per 
kilowatt-hour. 

Energy  To  Be  Furnished  by  the 
Government 

The  Government  will  sell  to  the 
Customer  and  the  Customer  will 
purchase  from  the  Government  energy 
from  the  Projects  to  the  extent  that  it  is 
available  at  the  Projects  each  billing 
month  up  to  a  total  amount  annually  of 
4,500  hours  per  kilowatt  of  contract 
demand. 

For  billing  purposes,  the  energy 
allocation  available  on  an  annual  basis 
to  accompany  the  Customer's  contract 
demand  as  assigned  to  individual 
delivery  points  shall  be  allocated  in 
equal  quantities  each  day  throughout  the 
year.  In  those  billing  months  when  the 
quantity  of  energy  available  from  the 
I^ojects,  less  six  and  one-half  (6-y2) 
percent  losses,  is  sufficient  to  supply  the 
energy  allocations  which  accompany  the 
total  contract  demands  of  all  customers 
purchasing  power  pursuant  to  this  rate 
schedule,  the  Customer  will  be  billed  by 
the  Government  by  delivery  points  for 
its  monthly  energy  allocation  in  an 
amount  determined  by  multiplying  the 
daily  energy  allocation  by  the  number  of 
days  in  the  billing  month.  In  those  billing 
months  when  energy  available  from  the 
Projects,  less  six  and  one-half  [6-V2] 
percent  losses,  is  insufficient  to  supply 
the  energy  allocations  which  accompany 
the  total  contract  demands  of  all 
customers  purchasing  power  pursuant  to 
this  rate  schedule,  the  Customer  shall  be 
billed  by  the  Government  by  delivery 
points  for  that  portion  of  its  monthly 
energy  allocation  determined  by 
multiplying  the  ratio  which  the  total 


energy  available  from  the  Projects  for  all 
said  Customers’  use  during  the 
particular  billing  month  bears  to  the 
quantity  necessary  to  supply  the  energy 
allocations  which  accompany  the  total 
contract  demands  of  all  said  customers 
during  such  month  by  the  quantity  of 
energy  necessary  to  meet  the  energy 
allocation  of  the  Customer  for  said 
billing  month. 

Billing  Month 

The  billing  month  for  power  sold 
under  this  schedule  shall  end  at  12:00 
midnight  on  the  20th  day  of  each 
calendar  month. 

Conditions  of  Service 

The  Customer  shall  at  its  own 
expense  provide,  install,  and  maintain 
on  its  side  of  each  delivery  point  the 
equipment  Pecessary  to  protect  and 
control  its  own  system.  In  so  doing,  the 
installation,  adjustment  and  setting  of 
all  such  control  and  protective 
equipment  at  or  near  the  point  of 
delivery  shall  be  coordinated  with  that 
which  is  installed  by  and  at  the  expense 
of  the  Company  on  its  side  of  the 
delivery  point. 

Service  Interruption 

When  energy  delivery  to  the 
Customer's  system  for  the  account  of  the 
Government  is  reduced  or  interrupted 
for  1  hour  or  longer,  and  such  reduction 
or  interruption  is  not  due  to  conditions 
on  the  Customer’s  system,  the  demand 
charge  for  the  month  shall  be 
appropriately  reduced. 

October  1, 1979. 

Wholesale  Power  Rate  Schedule  CAR- 
2-B 

Availability 

This  rate  schedule  shall  be  available 
to  the  Duke  Power  Company 
(hereinafter  called  the  Company). 

Applicability 

This  rate  schedule  shall  be  applicable 
to  electric  capacity  and  energy 
generated  at  the  Hartwell  and  Clark  Hill 
Projects  (hereinafter  called  the  Projects) 
and  sold  under  contract  between  the 
Government  and  the  Company. 

Character  of  Service 

Electric  capacity  and  energy  delivered 
to  the  Company  will  be  three-phase 
alternating  current  at  a  nominal 
frequency  of  60  cycles  per  second  and 
will  be  delivered  at  approximately 
230,000  volts  where  the  Company’s 
transmission  line  is  connected  to  the  bus 
in  the  Hartwell  switchyard  and  at 
approximately  115,000  volts  where  the 
Company’s  transmission  line  is 
connected  to  the  bus  at  Clark  Hill, 


Monthly  Rate 

The  monthly  rate  for  capacity  and 
energy  sold  under  this  rate  schedule 
shall  be: 

Demand  Charge.  $1.02  per  kilowatt 
per  billing  month  for  dependable 
capacity  made  available  to  the 
Company  for  its  own  use. 

Energy  Charge.  (1)  3.00  mills  per 
kilowatt-hour  for  energy  declared  for  the 
peak  period  hours. 

(2)  2.25  mills  per  kilowatt-hour  for 
energy  declared  for  other  than  peak 
period  hours. 

(3)  2.25  mills  per  kilowatt-hour  for 
dump  energy. 

Energy  Sold  to  the  Company 

The  Company  shall  purchase  and  pay 
for  all  dump  energy  made  available  by 
the  Government  and  accepted  by  the 
Company.  Additionally  the  Company 
shall  purchase  and  pay  for  all  energy, 
exclusive  of  dump  energy,  declared  and 
made  available  from  the  Projects  to  the 
Company's  system  in  any  billing  month 
after  first  deducting  610,375  kilowatt- 
hours  multiplied  by  the  number  of  days 
in  said  billing  month;  provided, 
however,  that  the  energy  to  be  deducted 
shall  first  come  from  minimum  release 
energy  and  energy  declared  for  the 
eighty-four  (84)  peak  period  hours  per 
week  as  specified  by  contract. 

Billing  Month 

The  billing  month  for  power  sold 
under  this  schedule  shall  end  at  12 
midnight  on  the  20th  day  of  each 
calendar  month. 

Power  Factor 

The  Company  shall  take  capacity  and 
energy  from  the  Government  at  such 
power  factor  as  will  best  serve  the 
Company’s  system  from  time  to  time, 
provided  that  the  Company  shall  not 
impose  a  power  factor  of  less  than  .85 
lagging  on  the  Government’s  facilities 
which  requires  operation  contrary  to 
good  operating  practice  or  results  in 
overload  or  impairment  of  such  facilities 
or  unreasonably  interferes  with  the 
delivery  of  capacity  and  energy  by  the 
Government  to  the  Company  and  to  its 
other  Customers. 

Condenser  Operation  ' 

The  Government  shall,  upon  the 
request  of  the  Company,  cause  one  or 
tw'o  of  its  generating  units  at  the 
Projects  to  be  operated  as  condensers  if, 
in  the  sole  judgment  of  the  Government, 
such  operation  does  not  unreasonably 
interfere  with  the  delivery  of  capacity 
and  energy  by  the  Government  to  any  of 
its  customers,  is  not  contrary  to  good 
operating  practice,  is  not  deterimental  to 
such  generating  facilities  in  excess  of 
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ordinary  wear  and  tear,  and  does  not 
overload  such  generating  facilities.  Such 
condenser  operation,  subject  to  the 
preceding  limitations,  shall  be  in 
accordance  with  procedures  and 
schedules  developed  and  agreed  upon 
from  time  to  time  by  the  operating 
representatives  of  the  parties  hereto. 

The  Company  shall  pay  the  Government 
$10.15  per  generating  unit  for  units  at 
Hartwell  and  $5.65  per  generating  unit 
for  units  at  Clark  Hill  each  hour  that 
such  condenser  operation  is  requested 
by  the  Company. 

Service  Interruption 

When  delivery  to  the  Company  is 
interrupted  or  reduced  due  to  conditions 
on  the  Government’s  system  which  have 
not  been  arranged  for  and  agreed  to  in 
advance,  the  charge  for  dependable 
capacity  will  be  reduced  as  to  the 
kilowatts  of  such  capacity  which  have 
been  interrupted  or  reduced  in  the 
proportion  that  the  number  of 
declaration  hours  during  such  period  of 
interruption  or  reduction  bears  to  the 
total  number  of  declaration  hours  during 
the  period  covered  by  such  charge.  For 
purposes  of  this  rate  schedule  the 
delcaration  hours  consist  of  100  hours 
per  week  as  specified  in  the  contract. 
October  1, 1979. 
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